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Message Text 

UNCLASSIFIED 

PAGE 01 ATHENS 04342 101508Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 /020W 

111001Z 116230/11 

R 101348Z MAY 77 
FM AMEMBASSY ATHENS 
TO SECSTATE WASHDC 501 

UNCLAS ATHENS 4342 

E.O. 11652: N/A 
TAGS: BENC, GR 

SUBJECT: MAJOR PROJECT: LIGNITE BURNING POWER PLANTS 

REF: A. STATE 104093. B. 76 ATHENS A-207. 

C. ATHENS 3409 B. ATHENS 2243 

1 . WHEN REQUESTING BIDS FOR THERMAL UNITS, PUBLIC POWER 
COPRORATION (PPC) REQUIRES PROPOSALS FOR THE DESIGN, MANUFACTURE, 
SUPPLY, ERECTION. SETTING IN OPERATION, TESTING AND DELIVERY 

ON A TURNKEY BASIS (AS PER REF D). PPC OFFICIALS HAVE 
EXPLAINED THAT ONLY THE GENERAL LAYOUT PROVIDED TO PROSPECTIVE 
BIDDERS WITH SPECIFICATIONS AND TERMS AND CONDITIONS IS PREPARED 
BY PPC ENGINEERS. SUCCESSFUL BIDDERS ARE REQUIRED TO DO THE DESIGN AND 

ENGINEERING OF THE INSTALLATION AND PERFORM THE DESIGN AND 
CONSTRUCTION OF CIVIL WORKS. PPC OFFICIALS SUGGEST THAT INTERESTED 
ENGINEERING FIRMS MAKE ARRANGEMENTS WITH EQUIPMENT MANUFACTURERS 
AND JOINTLY PRESEN PACKAGES IN RESPONSE TO PPC BID INVITATIONS. 

BLACK AND VEATCH MAY WISH TO CONSULT TENDER DOCUMENTS FOR 
MEGALOPOLIS IV (REF D) TRANSMITTED TO USDOC ON MARCH 11, 1977. 

FIRM MAY ALSO WISH TO CONSULT PPC’S REVISED 10- YEAR POWER 
DEVELOPMENT PLAN (REF C) 

2. TENDER DATES PROVIDED IN ENCLOSURE TO REF B ARE 
FOR PACKAGE PROPOSALS. KUBISCH 
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